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1, Radan Navigation System 6401-1 Model PC-211, Serials 66 and 67, which 


consist of: 


6441-1 Antenna Receiver-Transmitter, Sexials 86 and 87. 
6442.-1 Frequency Tracker, Serials 83 and 89. 

644321 Control Panel, Serials 74 and 77. 

Ohdptpen) Indicator, Serials 82 and 83. 


2. "Group A" Accessories, two sets, 


each set consicting of the following: 


442-74 Mounting Base Assembly 1 each 
105+123~532 Plug-Cord Connector, Control Panel 1 each 
105"123~ 531 Plug-Cord Connector, ART 1 each 
105#127=3 End 3ell, Strai,;ht, Control Panel 1 each 
105-127~103 End Bell, 90°, ART 1 each 
105-142=2 Plug and Clamp, Straight, Indicator 1 each 
105-152-1 Plug, Angle, ART 1 each 
105=1 54—3 End Bell, Frequency Tracker 1 each 
1052190=2 Connector, Frequency Tracker 1 each 
250-We1 Shock Mount, ART 3 each 


3- Radan System Handbooks, consisting of four each of the following: 


5146-143, PO 201 Handbook 
5146-169 PC-201 Errata Sheet Set 
5146-165 PC-211 Supplement to PC-201 Handbook 
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